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20 December iy>6 

MEMOjRASXWM FOR: Assistant Dirt ctor-, WE 
ATIMTIOH : Deputy Assistant Director, EE 

THRU : Assistant Director, €R 

SUBJECT : Control of IfJMi and smSa 


1. In the course o£ a cuiVant review of OCR document disserair ation 
practices, several questions have arisen concerning our control of access to 
NIEs and 33SIEs. As reported to you by telephone, we see no problem ia out 
system for release of these publications outside dA. Disseadnatlo i lists 
are approved by the Secreta ry otthelAC. Unusual XAC requests are ref err so. ocy-i a 
25X1 A by telephone to or for approval . Releases >f KiEs ZOA A 

and SHIEs to foreign requesters are approved in writing by the Seer jtary or 
the XAC « 

£. Sets of Mils and UHIEs, classified Secret and belovy are wdatainnd for 
internal loan purposes by CIA Library in its Circulation Branch, M Building, 
and in Branch Libraries serving M* and OTR. Up to the present tin* , library 
control has conformed to the security classifications of the doeumet ts. There 
has been no c h all e nge of the CIA requester 'a 'aeed-to-know' . Borrowers are 
required to show the Agency badge but the Library has never possessed the 
security facilities nor the stall’ to obtain certification of 'need- to- know ’ 
or to verify identification. If in your opinion, tighter control ever in* 
ternai loam ought to be exercised we will, take your contents on the follow ing 
as recommendations to this end. 



a. OCR practice xt referencing SXKs and SSXEs la the Intel tofax 

for 1\C 


b. CIA Library practice of loaning KIEs and saOEs, classified 
Secret and below, inside CIA without certification of 'i oed- 
to-know 1 should continue. 

c . The CIA Library sot riaintaiiiad for OTR purpose*; should Is 
available to Etudentu fioia other IAC agencies. 

&. Disposal by original recipients of obsolete Mils and SflSe 
to CIA Library shoelil continue. (Or - publications should, 
henceforth, carry irs tructi >n* for disposal.) 


System and in the It talilgenca 
ccaasunity use should continue . 
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